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the following repair work on locomotives ma performed in Hast German 
railroad repair sh .ps during the period from 1 January through 30 June 1952: 
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The target column lists tlie number of repairs scheduled to be jxur formed iu the course of 1952, while the 
actual performance column indicates the repair work per formed from 1 January to 30' Juno 1952. 
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Comment . From a comparison the corresponding 

tabulation dram up on 31 '"ay 1952* it is concluded that the 
following numbers of repairs cn loeosv t ivies itere performed 
in June lyp2: 


bacage category LG - 4b locomotives 
Ti ' L2" - 37 !f 

" L2K - 52 " 

.« L3 - 62 n 

n L4 * 28 ' " 


Category LI covers repair work done on electric locomotives and 
not, Vs originally' assumed, repair work on locomotives damaged 
during the war* L comparison of the figures listed in the target 
ar:.c‘ actual performance columns of the present report shov/s that 
in the LO 'category, which covers minor 1 damages , the annual repair 
quota was fulfilled in .the first half of the year an ^ that in 
the 1*4 G category repair work proceeded on schedule* However , 

In all the other damage categories listed, the production of 
railroad repair shops remained behind schedule, in some cases 
to a c nsiderable degree* 
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